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Message Text 


UNCLASSIFIED 

PAGE 01 MBABAN 01327 060806Z 

10 

ACTION SY-05 

INFO OCT-OI AF-08 ISO-00 FBOE-00 /0I4W 

028381 

R05I306Z AUG76ZDK 
FM AMEMBASSY MBABANE 
TO SECSTATE WASHDC 9977 
INFO AMEMBASSY PRETORIA 
AMEMBASSY GABORONE 

UNCLAS MBABANE 1327 

E.O. 11652: N/A 
TAGS: ASEC, WZ 

SUBJECT: ADDITIONAL MYLAR EOR US BUILDINGS IN WZ 

REE: MBABANE 0691 

1 . PREVIOUS ESTIMATE FOR MYLAR NEEDED FOR USG OWNED AND 
LEASED BUILDINGS IN SWAZILAND DID NOT INCLUDE OSARAC 
AND AMBASSADOR'S RESIDENCE. 

2. EMBASSY REQUEST FUNDS TO PURCHASE AND INSTALL SUEFICIENT 
MYLAR EOR OSARAC AND AMBASSADOR'S RESIDENCE. 

3. OSARAC REQUIRES 1, 200 SQ FT OF MYLAR; AMBASSADOR'S 
RESIDENCE WILL REQUIRE 465 SQ FT OF MYLAR. 

4. EMBASSY HAS NOT RECIEVED PREVIOUSLY ORDERED SHIPMENT 
OF MYLAR (FISCAL DATA 19-601 13-669001-5509-0-2699). INQUIRY 
HAS BEEN SENT TO THE VENDOR, MADICO. 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976MBABAN01327 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760303-0428 
From: MBABANE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760884/aaaacvua.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 MBABANE 691 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 JAN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 JAN 2004 by ReddocGW>; APPROVED <28 JAN 2005 by greeneet> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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